33

--9106110174 Insp repts 50-259/91-20,50-260/91-20 & 50-296/91-20 on 910513-17.NO
violations or deviations noted.Major areas inspected:therrnal expansion program,piping
vibration monitoring program & results of sys 10-yr hydrostatic test.
LENAHAN.J.,   BLAKE.J.    Region   2   (Post   820201).    91/05/30.   5pp.    57998:169-
57998:173.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSI,C.E.  Division of Operational Events Assessment (Post 870411). 91/06/03,
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106040339 NRC Info Notice 91-036. "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSI,C.E.  Division of Operational Events Assessment  (Post 870411).  91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

9106270067 Forwards insp repts 50-259/91-17,50-260/91-17 & 50-296/91-17 on
910429-0510 & notice of violation.

WILSON,B.A. Region 2 (Post 820201). 91/06/11. NAUMAN.D.A. Tennessee Valley
Authority. 5pp. 58223:035-58223:053.

-9106270074   Notice   of   violation   from   insp   on   910429-0510.Violation   noted:on
910430,four listed separation hold orders were placed on equipment in plant w/o
completion of hold order form SDSP-216.
WILSON,B.A. Region 2 (Post 820201). 91/06/11. 2pp. 58223:040-58223:041.

-9106270078 Insp repts 50-259/91-17,50-260/91-17 & 50-296/91-17 on 910429-
0510. Violations noted. Major areas inspected:review of operational interlace
control,personnel access control, design & mods,secondary containment & fire protec-
tion.

PATTERSON.C.A..    KELLOGG,P.    Region    2    (Post    820201).    91/06/10.    12pp.
58223:042-58223:053.

9106270387 Forwards fitness-for-duty insp repts 50-259/91-18, 50-260/91-18 & 50-
296/91-18 on 910430-0503 & notice of violation.NRC concerned because violation
raises questions about supervision of plant collection facility.

WILSON,B.A. Region 2 (Post 820201). 91/06/11. NAUMAN.D.A. Tennessee Valley
Authority. 4pp. 58233:156-58233:170.

-9106270393 Notice of violation from insps on 910430-0503.Violations noted:rear door
to designated collection site found open & unattended,allowing potential for unauthor-
ized personnel access during collection & storage of specimens.
WILSON,B.A. Region 2 (Post 820201). 91/06/11. 2pp. 58233:160-58233:161.

-9106270396 Insp repts 50-259/91-18,50-260/91-18 & 50-296/91-18 on 910430-
0503.Violations noted.Major areas inspectedrfitness for duty program.including licens-
ee policy.prograrn administration & key program processes.

TOBIN.W.J., THOMPSON.D.H., MCGUIRE.D.R. Region 2 (Post 820201). 91/06/05.
9pp. 58233:162-58233:170.

9106270076 Ack receipt of 910524 Itr informing NRC of steps taken to correct violations
noted in insp repts 50-259/91-07, 50-260/91-07 & 50-296/91-07.
WILSON,B.A. Region 2 (Post 820201). 91/06/12. NAUMAN.D.A. Tennessee Valley
Authority. 3pp. 58223:072-58223:074.

9106270096 Ack receipt of 910510 Itr informing NRC of steps taken to correct violations
noted in insp repts 50-259/91-06, 50-260/91-06 & 50-296/91-06.
WILSON.B.A. Region 2 (Post 820201). 91/06/12. NAUMAN.D.A. Tennessee Valley
Authority. 3pp. 58223:269-58223:271.

9106250141 Responds to NRC 910517 Itr re violations noted in Insp Repts 50-259/91-
08,50-260/91-08 & 50-296/91-08 re failure to control safeguards info,Encl withheld
(ref 10CFR73.21).

MEDFORD.M.O. Tennessee Valley Authority. 91/06/17. Document Control Branch
(Document Control Desk). 2pp. 58234:309-58234:310.

9106260164 Responds to NRC 910510 Itr re violations noted in Insp Repts 50-259/91-
10,50-260/91-10 & 50-296/9-10.Corrective actions: mod closure process for vacuum
breakers revised & new nuclear power std on equipment clearances issued.
MEDFORD.M.O. Tennessee Valley Authority. 91/06/21. Document Control Branch
(Document Control Desk). 10pp. 58225:346-58225:355.

R. Periodic operating reports & related correspondence

9106180446 Monthly operating repts for May 1991 for Browns Ferry Units 1,2 & 3.W/
910614 Itr.

RATLIFF.SA, CARIER.P.P. Tennessee Valley Authority. 91/05/31. 10pp. 58172:023-
58172:032.

S. Reportable occurrences, LERs & related correspondence

9106120125 Part 21  rept re failure to comply w/purchase orders when shipping 12
3000 #   socket   weld   unions.ASTM   8247   Alloy   6061-T6   &   three   150#   pipe
flanges.ASTM B62 cast brass.Matl supplied following commercial program.
WOOTTON.M.H. Connex Pipe Systems, Inc. 91/04/05. KEPPLER.J.G. Region 3 (Post
820201). 3pp. 58125:238-58125:240.

9106110271 LER 91-QQ6-QO:on 910507,unplanned ESF actuation occurred when control
room emergency ventilation sys initiated. Caused by design which made it difficult to
perform work. Util will evaluate need for design change.W/910606 Itr.
WETZEL.S.A.,    ZERINGUE.OJ.    Tennessee    Valley    Authority.    91/06/06.    5pp.
58162:025-58162:029.

9106200151 LER 91-004-01 :on 910419,pumps unexpectedly auto-started during per-
formance of surveillance instruction re common accident signal logic.Caused by per-
sonnel error.Assistant unit operator counseled.W/910617 Itr.

AUSTIN.S., ZERINGUE.O.J. Tennessee Valley Authority. 91/06/17. 5pp. 58209:077-
58209:081.

V. Operator Examinations

9106110038 Confirms 910522 staff meeting to be held in Atlanta.GA to discuss operator
training & requalification testing.

WILSON.BA  Region 2 (Post 820201). 91/05/08. NAUMAN.D.A. Tennessee Valley
Authority. 3pp. 57996:232-57996:234.

DOCKET 50-260 BROWNS FERRY NUCLEAR POWER STATION, UNIT 2

F. Security, medical, emergency & fire protection plans

9106110018 Forwards FEMA rept for offsite portion of "Browns Ferry Nuclear Power
Plant Exercise of 891101-02."

WILSON.B.A. Region 2 (Post 820201). 91/05/17. NAUMAN.D.A. Tennessee Valley
Authority. 3pp. 57995:081-57995:155.

9106070216 Rev 9 to EPIP BFN-EPIP-1, "Emergency Plan Classification Logic." W/
910530 Itr.
CARIER.P.P. Tennessee Valley Authority. 91/05/30. 24pp. 58049:045-58049:068.

9106140184 Forwards Rev 17 to physical security/contingency plan to reflect testing of
CCTV sys,util planned commitment for CCTV assesment & use of roving patrols as
compensatory measures. Rev withheld (ref 10CFR73.21).

WALLACE,E.G.  Tennessee  Valley  Authority.  91/06/07.  Document Control  Branch
(Document Control Desk). 3pp. 58126:316-58126:318.

9106270067 Forwards insp repts 50-259/91-17,50-260/91-17 & 50-296/91-17 on
910429-0510 & notice of violation.

WILSON.B.A. Region 2 (Post 820201). 91/06/11. NAUMAN.D.A. Tennessee Valley
Authority. 5pp. 58223:035-58223:053.

-9106270078   Insp   repts   50-259/91-17,50-260/91-17   &   50-296/91-17   on  910429-
0510.Violations    noted.Major    areas    inspected:review    of    operational    interface
control,personnel access control, design & rnods.secondary containment & fire protec-
tion.
PATTERSON.C.A. Region 2 (Post 820201). 91/06/10. 12pp. 58223:042-58223:053.

9106140157 Forwards comments re review of plant operator instructions development
guidelines.Notification of staff of encl comments not incorporated by 911231 request-
ed.

ROSS.T.M. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603).
91/06/12. NAUMAN.D.A. Tennessee Valley Authority. 10pp. 58143:304-58143:313.

9106260288 Revised Central Emergency Control Ctr (CECC) EPIPs.including Rev 9 to
CECC-EPIP-2 & CECC-EPIP-3,Rev 10 to CECC-EPIP-4,Rev 9 to CECC-EPIP-5,Rev 8
to CECC-EPIP-1,Rev 6 to CECC-EPIP-6, Rev 8 to CECC-EPIP-7 & Rev 6 to CECC-
EPIP-8.
WALLACE.E.G. Tennessee Valley Authority. 91/06/13. 200pp. 58236:107-58236:305.

9106250141 Responds to NRC 910517 Itr re violations noted in Insp Repts 50-259/91-
08,50-260/91-08 & 50-296/91-08 re failure to control safeguards info.Encl withheld
(ref 10CFR73.21).

MEDFORD.M.O. Tennessee Valley Authority. 91/06/17. Document Control Branch
(Document Control Desk). 2pp. 58234:309-58234:310.

H. General correspondence

9105210233 Responds to 910424 Itr to Carr expressing concern of Tennessee Valley
Energy Coalition re TVA nuclear program. Corporate & plant mgt changes have in-
creased depth & diversity of mgt nuclear experience.

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/05/13. SASSER.J.
Senate. 3pp. 58159:088-58159:096.

-9105210236 Forwards Tennessee Valley Energy Coalition concerns re nuclear pro-
gram at TVA.

SASSER.J.   Senate.   91/04/24.   CARR.K.M.   Commissioners   (Post   750119).   6pp.
58159:091-58159:096.

J. Insurance & indemnity information

9106050205 Forwards listing of status of onsite property damage insurance in effect at
facilities.

WALLACE.E.G. Tennessee Valley Authority. 91/05/30. Document Control Branch
(Document Control Desk). 3pp. 58008:145-58008:147.

P. Operating license stage documents & correspondence

9106110031 Confirms telcon between P Sales & PJ Kellog of NRC re mgt meeting to be
held at facility on 910513 to discuss plant restart.

WILSON.B.A. Region 2 (Post 820201). 91/05/07. NAUMAN.D.A. Tennessee Valley
Authority. 3pp. 57997:173-57997:175.

9106280161 Advises of implementation of Generic Ltr 88-14 for instrument air supply
problems affecting safety-related equipment.

ZERINGUE.OJ. Tennessee Valley Authority. 91/05/17. Document Control Branch
(Document Control Desk). 3pp. 58272:092-58272:094.

9106140024 Responds to NRC 910212 request for addl info re diesel generator fuel oil
sampling requirements.Results of comparison study between STS for BWRs & util
diesel generator fuel oil sampling program described in encl.

WALLACE.E.G. Tennessee Valley Authority.  91/06/10.  Document Control Branch
(Document Control Desk). 6pp. 58147:301-58147:306.

9106190242 Forwards corrective action plan & design criteria for lower drywell steel
platforms & miscellaneous steel.

ZERINGUE.O.J. Tennessee Valley Authority. 91/06/12, Document Control Branch
(Document Control Desk). 11pp. 58189:224-58189:250.

-9106190247 Design Criteria BFN-50-C-7100.Attachment F, "Browns Ferry Nuclear
Plant Detailed Design Criteria for Structrual & Miscellaneous Steel/Components for
Class I & II Structures."
* Tennessee Valley Authority. 91/06/12. 16pp. 58189:235-58189:250.

9106190277 Provides clarification of info provided at 910423 Commission briefing.
WALLACE.E.G. Tennessee Valley Authority. 91/06/13.  Document Control'Branch
(Document Control Desk). 5pp. 58187:357-58187:361.
